&® Audi A4 Wiring Diagram No. 325 / 1 


Headlight with high intensity gas discharge lamp and automatic headlight adjuster 
From 2002 m. y. 


Main fuse 


A97--0220 


@ onthe Battery 


Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 325/ 1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 
1 - 10-Pin Connector, black (T10) 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 325/1 


Connector station A-pillar 


@ behind side trim, left 


16 - 17-Pin Connector, red (T17a) 
17 - 17-Pin Connector, black (T17) 
Connector station A-pillar 


iis 
Ie 


@ behind side trim, right 
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&® Audi A4 Wiring Diagram No. 325 / 1 


15 - 17-Pin Connector, red (T17c) 
4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 325/2 
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97--56375 


Headlight Range Control Module, Ignition/Starter Switch, Fuses 


Generator (GEN) 
Ignition/Starter Switch 

Light switch 

Control module with indicator unit in instrument panel insert 
Headlight Range Control Module 

Fuse in fuse holder/relay panel 

Fuse in fuse holder/relay panel 

Fuse in fuse holder/relay panel 

Double Connector, black, engine compartment, right 

10-Pin Connector, black, connector station E-box, plenum chamber 
32-Pin Connector, green, on instrument panel insert 


Ground connection, behind instrument panel, right 
Ground connection -1-, in wiring harness interior 
) Threaded connection -2- (30), on the relay plate 


) Plus connection (15), in instrument panel wiring harness 


Wire connection (61), in instrument panel wiring harness 


) Plus connection (30), in instrument panel wiring harness 


‘A51) Wire connection (56), in instrument panel wiring harness 


*  Lowline equipment only 
** Highline equipment only 


12.2005 


&® Audi A4 Wiring Diagram No. 325/3 


Headlight Range Control Module, Level Control System 
Sensors 


G76 Left Rear Level Control System Sensor 
G78 Left Front Level Control System Sensor 
J104 ABS Control Module (w/EDL) 
J431 Headlight Range Control Module 
T4s 4-Pin Connector, black, for left rear Level Control System Sensor 
T16 16-Pin Connector, black, diagnostic connection 


hoe T17 _17-Pin Connector, black, connector station A-pillar, left 
a T17a_17-Pin Connector, red, connector station A-pillar, left 
gs Left ABS Impulse Connection (in instrument panel wiring harness) 
he, 7/13 - - ia sf 
ons Wire connection (L), in instrument panel wiring hamess 
bliws 
4a) ) Wire connection, in self-leveling wiring harness 
0.22 
bliws 
Kis ast ) Plus connection (x), in self-leveling wiring harness 
i Ws 20 16 
0,22 0,22 0,22 0,22 
lilge litro lifor wsili 
0,35 
gnibl 
| T1615 2) 
0,22 0,22 0,22 0,22 
lito lifor livor Wro 
Ti7a/14 Privans brivane brass prasit T4s/2 
0,35 0,35 0,35 0,35 0,35, 
lilge liro lifor lifor wsili 
4S Koi Mie hie has 


cif G7 ‘He G76 


97-56513 
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&® Audi A4 Wiring Diagram No. 325/4 


Headlight Range Control Module, High intensity gas 
discharge lamp, Left Headlight Beam Adjusting Motor 


J343 
J431 


Control Module for High-intensity gas discharge lamp 
Headlight Range Control Module 


J519 Vehicle Electrical System Control Module 
L13 High intensity gas discharge lamp 
M1 Left Parking Light 
M5 Left Front Turn Signal Light 
M30__ Left High Beam Headlight 
T17a_17-Pin Connector, red, connector station A-pillar, left 
J5i9 723 23-Pin Connector, black, on vehicle Electrical System Control 
) © ? ) Module 
732b 32-Pin Connector, grey, on vehicle Electrical System Control 
1732b/26 123/23 4123/18 y732b/3 23/9 Module 
0,22 Left Headlight Beam Adjusting Motor 
Ground connection, on front apron 
ces” alow afew ew 


TR 


1,0 
ws/sw 


Ground connection, in left headlight wiring harness 


Plus connection (left turn signal), in instrument panel wiring harness 


Connector (58L) in Instrument panel wiring harness 


05 05 05 022%, 10 uy 1 05 
gnigr gnige gnisw gnibr _gelsw celant* geld swibl 
Connection (56b) in passenger compartment wiring harness 
Ti7a BT 17a T17— BT I70 T17al16 T17a/15 T17ar1 T1722 E117) Connector (56a, left), in instrument panel wiring harness 
* — Lowline equipment only 
** Highline equipment only 
05 0,5 15 15 05 05 pe ; abl 
oe gnige ae gnibr geisw wsisw grisw swibl with daytime running lights only 
Ao | | Ac Asisco |. Aisa. how 
®® Vas ©-@ m0 m1 @Ms 
10/31 18/31 ws = white 
J343°-L13 oa black 
ro = red 
br = brown 
gn = green 
e bl = blue 
gr = grey 
i lilac 
29 «302~«S (tC 36 39.~«40 ge yellow 
or = orange 
9758985 a one 
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Audi A4 


Wiring Diagram 


No. 325/5 
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97-55886 


Headlight Range Control Module, 


Right Headlight Beam Adjusting Motor 


5344, 
J431 
J519 
L14 
M3 
M7 
M32 
T17¢ 
123 
T32b 
Vv49 


Control Module for High intensity gas discharge lamp 
Headlight Range Control Module 

Vehicle Electrical System Control Module 

High intensity discharge lamp 

Right Parking Light 

Right Front Turn Signal Light 

Right High Beam Headlight 

17-Pin Connector, red, connector station A-pillar, right 


igh intensity discharge lamp, 


23-Pin Connector, black, on vehicle Electrical System Control Module 
32-Pin Connector, grey, on vehicle Electrical System Control Module 


Right Headlight Beam Adjusting Motor 


Ground connection, on right A-pillar, lower part 


Ground connection, in right headlight wiring harness 


Plus connection (right turn signal), in instrument panel wiring harness 


Wire.connection (58R), in instrument panel wiring harness 


}) Connector (56a, right), in instrument panel wiring harness 


Lowline equipment only 
Highline equipment only 


12.2005 


